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THE DIRECTOR OF CENTRAL INTELLIGENCE 


WASHINGTON, D. C 20505 


National Intelligence Officers 


25X1 

5 September 1975 
Copy 12 
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MEMORANDUM FOR: 
SUBJECT : 
REFERENCE : 


MBFR Study Group (See Distribution) 

MBFR Monitoring Study - Phase One 
DIA I | dated 11 August 1975 


1. There will be a meeting to discuss the referenced draft 
of the Monitoring Study prepared by DIA in preparation for 
publication of an agreed Phase One report. The meeting will be 
held on 12 September 1975 at 0930 hours in the 5G-00 Conference 
Room, CIA Headquarters Building. 
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2. Attached is copy of reference. 


3. Please notify 

1200 hours on II September 1975 of the names of attendees, 


National Intelligence Officer 
Conventional Forces 


by 
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Attachment 
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